SAINT FRANCIS HOSPITAL 

Conducted by the Sisters 

of Charity of Leavenworth 
Approved by the Catholic Hospital Association, 
the American Hospital Association and the 
American College of Surgeons. 100 beds. A 
non-profit institution. Medical, surgical, ob¬ 
stetrical, X-Ray. Affiliated with the St. Mary 
College, Xavier, Kansas. The Degree of Bach¬ 
elor of Science is conferred on accredited 
members of the School of Nursing. 
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